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SHRiNE  ENTRANCE 
A  large  white  entrance  sign  greets  pilgrims 
at  the  National  Shrine  of  Our  Lady  of  the  Snows 
in  Belleville,  Illinois.  The  Shrine,  conducted  by 
the  Oblates  of  Mary  Immaculate,  is  located  on 
Highway  460,  8  miles  East  of  St.  Louis,  Missouri. 
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